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BILL NO. S-76-08 -// 


SPECIAL ORDINANCE NO. S- 


/S3-7C ’ 


AN ORDINANCE approving a contract 
with NORTH EASTERN CONSTRUCTION CO. 
INC. for. materials for THE BOARD 
OF PUBLIC WORKS. 


BE IT ORDAINED BY THE COMMON COUNCIL OF THE CITY OF 
FORT WAYNE, INDIANA: 

SECTION 1. That the contract dated August 12, 1976, 
between the City of Fort Wayne, by and through its Mayor and the 
Board of Public Works and NORTH EASTERN CONSTRUCTION CO., INC. 
for: 


Installation of 230 + If of 16" Water Main 

On Evard Road as approved by Bd. of Works. $3,350.00 


all as more particularly set forth on City Utilities Purchase 
Order No. 8155, which is on file in the Office of the Department 
of Purchasing and is by reference incorporated herein, made a 
part hereof and is hereby in all things satified, confirmed and 
approved. 

SECTION 2. This Ordinance shall be in full force and 
effect from and after its passage and approval by the Mayor. 






ffi>c!I!?A§ T0 forkt 






Read the first time in full and on motion by , seconded by 

^—-i » and duly adopted, read the second time by title and referred 
to the Committee on M _(aa4-tfr e City-Pian-Com intssion for 


recommen da t ion) and P ublic Hearing to be held aftnr rin r i h 'l ff aL -notipp, at thp Council 

- , the - d ay 


Chambers', City-County Building, Fort Wayne, Indiana, on 
of , 1976, at 


DATE: 




__ o'clock P.M.7E.S.T. - 


CITY CLERK 

Read the third time in^full and on motion by 


seconded by 
PASSED 


TOTAL VOTES 





and duly adopted, placed on its passage. 


) by the following vote: 


AYES NAYS 

ijh 72 


ABSTAINED 


NUCKOLS 


“ 7 " 


7 ^ 


SCHMIDT, D, 
SCHIMDT, V. 
STIER 
TALARICO 




DATE: ^ 


' 4 - 


y 




CITY CLERK 

Passed and adopted by the Common Council of the City of Fort Wayne, Indiana, 
SON ING MAP) ’ f J GEN E RAL ~)~~{-ANNE-X-ATION) f SPECIAL) tn 
ORDINANCE No. JL/SU & n the , 1976. 




DING OFFICER 


me to'the,Mayor of the City of Fort Wayne, Indiana, on the /<j 


day of 



Approved and signed by me this 
at the hour of // 1^0 o'clock 


[k s/M. ,E,S.T. 

day of , 1976, 


CITY CLERK 


a. 









































































































S-76-08-11 


Bill No. 


We, your Committee on 


REPORT OF THE COMMITTEE ON » CITY UTILITIES 
City Utilities _ to whom was referred an Ordinance 


approving a contract with NORTH EASTERN CONSTRUCTION CO.. INC 

for materials for the BOARD OF PUBLIC WORKS 


have had said- Ordinance under consideration and beg leave to report back to the Common 






























(both? ®[f mm vmwie 

CITY UTILITIES 


r 


L 


DEPARTMENT OF PURCHASES 
ROOM 950 CITY-COUNTY BUILDING 
NUMBER ONE EAST MAIN SJREET 
FORT WAYNE , INDIANA 46802 

“I 

North Eastern Constr. Co., Inc. 
600 E. State Blvd. 

Fort Wayne, Indiana 46805 


age, packing sli 
express receipt and 
r>ATF August 12. 1976 


8155 ; 

appear on each pack- 


J 


SHIP TO ■ 


Wat4r Engr. 

%Job Site 

City County Bldg. 

Fort Wayne, Indiana 


MAIL ALL INVOICES TO - 

CITY UTILITIES 

GENERAL ACCOUNTING 
4th FLOOR CITY-COUNTY BUILDING 
NUMBER ONE EAST MAIN STREET 
FORT WAYNE , INDIANA 46802 

INVOICE IN DUPLICATE, INCLUDING 
CERTIFICATION AS REQUIRED BY 
INDIANA STATE BOARD OF ACCOUNTS 


Installation of 230 +_ If of 16" Water 
Main on Evard Road as approved by Bd. 
of Works. 

Per quote from North Eastern Constr. C 
Copy attached. 


Per quote dated 7/21/76. 


SUBJECT TO CPUNCILMANIC APPROVAL. 


'T 


\/7t 


RW/bk #WE145 


Send a'.f invoic 
4th _Floo 

"port W \ 
Show P- O. 
and Invoice, 


/\TTENT 


as to Gei 

\ City-Ci 
E. Main 
yne, lndis 
Slumber 


ON! 

deral Accenting 

nty Bldg 


DC. 

na 4680. 
n Packing Slip 


NOTE: TERMS OF PAYMENT MUST BE SHOWN ON FACE OF INVOICE. OTHERWISE^^' 


DISCOUNT WILL BE TAKEN 




















PHONE (219) 749-0425 


SUITE 1 O FIRST FEDERAL BUILDING Q *500 EAST STATE BOULEVARD Q FORT WAYNE, INDIANA 46805 


July 21, 1976 


City Water Engineering Dept. 

75h Floor City County Building 

One Main Street 

Fort Wayne, Indiana 46802 

Attention: Terry Atherton 

Dear Terry: 

In reference to the 16" water main extension on Evard Road to 
serve Eldrado Hills, Section IV, our bid is $3,350. This in¬ 
cludes labor only to install + 230* of 16” Cl. 2 D. I. Pipe, 

1 - 12x12x12 M. J. Tee, 1 - 12” to 16” increaser, 1 - 16” 
valve assembly, 1 - 16x16x6 M. J. Tee and miscellaneous 
fittings as shown on Drawing No. Y-10506, sheet 1 of 1. We 
are assuming that all material will be provided and delivered 
to the job site by others prior to construction. 

Also included is cutting and restoration of asphalt drive, 
restoration of right-of-way, gravel backfill and haul away. 
Specifically excluded are any permits and inspection charges. 

we are looking forward to working with you in the near future 
on this project. If you have any questions, please feel free 
to call me at 749-0425. 


Sincerely, 

NORTH EASTERN CONSIROCTICN CO. , INC. 



David L. Zehr 


DLZ:sp 



JUL 2 2 1976 


FORT WAYNE WATER UTILITY 
ENGINEERING DEPT. 


REAL ESTATE O 


DEVELOPMENT O 


CONSTRUCTION 



TITLE OF ORDINANCE SPECIAL ORDINAN C E - City Utilities Purchase Order 815 5_ 

DEPARTMENT REQUESTING ORDINANCE _boa rd of public works 

SYNOPSIS OF ORDINANCE City Utilities Purchase Order 8155 to North Eas tern__ 

Construction Co., Inc, in amount of $3,350.00 provides for the construction of 
approxirngfply 230 feet of 16-inch water main on Evard Road. Said extension 
covers the City share of cost in connection with providing service to the 

Eldrado Hills, Section IV Addition and further northeasterly development. 

Since North Eastern Construction is installing water lines for Eldrado Hills, 
it was deemed advisable to request their quote for installing the City 
extension. Said charge is considered most equitable. The Water Utiity will 
supply the material for the installation at a cost of $4,130.00 


EFFECT OF PASSAGE Provide city water to Eldrado Hills, Section IV as well as _ 

opening up possibility of extending service to further development in 

northeasterly direction. More customers and revenue to the Water Utility. 

EFFECT OF NON-PASSAGE Failure to provide City water service where possible and 

profitable and at a reasonable cost to the UTILITY. 

MONEY INVOLVED (Direct costs. Expenditures, Savings) Total cost to water utility of 

$7.480.00($3.350.00 for construction and $4,130.00 for materials) 




ASSMIED TO COMMITTEE 

































